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132 Satellite of Neptune—Astrcea — Metis . 

Lasscll's Satellite of Neptune. 

Observations by Mr. Lassell, with the 20-foot Equatoreal Reflector, 

Power 366. 



Greenwich M.T. 

Position. 

Distance. 

Obs. 

1849. 

h m s 

0 / 

j/ 


Nov. 15 

6 56 40*7 


17*45 

4 


7 34 5 8 *° 

219 57 


5 

Dec. 6 

6 35 25-7 

45 2 


5 


Nov. 15. Measures of distance difficult. 

Dec. 6. Sky brilliant, but definition bad*, no satisfactory measure of distance 
could be taken. 




ASTRiEA. 



Liverpool. 

Equatoreal. 

(Mr. 

Hartnup.) 

Greenwich M.T. 

R.A. 

N.P.D. 

Stars of Comp. 

1850. 

h m s 

h m s 

G / B 


March 16 

8 4 23*8 

3 5 8 2 9”94 

73 35 2 5’9 

y Tauri 


8 34 17*1 

32*06 

I 4 ’ 1 

— 

18 

8 39 42*2 

4 1 5 2 *°5 

73 21 35*7 

2 Tauri 


9 9 40-6 

54*22 

26*4 

— 

The observations are corrected for refraction and parallax. 

The following 

assumed places of the stars 

of comparison are 

derived from ‘ 

the Greenwich 

Observations. 







For January 1, 1850. 



Mean R.A. 

Mean N.P.D. 



h 

m s 

O / u 



y Tauri 4 

11 15-71 

74 44 21*14 


£ Tauri 4 

•4 > 7-35 

72 48 50*45 



METIS. 


-- (E. J. Cooper, Esq., and 

Markrf.e. Equatoreal. ' A . Graham.) 


,1849. 

Greenwich M.T. 
h m s 

h 

R.A. 

m s 

N.P.D. 

0 / // 

Stars of Relative 
Comparison. Weights. 

June 19 

14 

7 36*1 

22 

39 22*60 

I05 37 52*7 

d, b, c 

18 

26 

13 

32 28*6 

22 

42 20*77 

I0 5 45 8*5 

d 

15 

July 11 

13 

19 19*0 

22 

44 42*24 

106 26 8*9 

e 

20 

12 

1 3 

18 24-5 

22 

44 39*°° 

106 30 6*i 

e 

4° 

Sept. 6 

1850. 

11 

56 0-3 

22 

5 47'3*> 

hi 45 44*0 

f 

30 

Jan. 15 

6 

42 12*5 

2 3 

28 41*99 

97 4 2 i*4 


30 

16 

6 

51 49*4 

23 

30 19*09 

97 2 9 4i*4 

h 

20 


© Royal Astronomical Society • Provided by the NASA Astrophysics Data System 


Downloaded from http://mnras.oxfordjoumals.org/ at University of North Dakota on May 30, 2015 






1Z£I' '01''S¥HNH058T 


a 

b 

c 

d 

e 

f 


9 

h 


1848 

Aug. 

Sept. 


Oct. 


Nov. 


Dec. 

August 3. 
Sept. 17. 

Oct. 5. 
10. 
29. 
3°- 

Nov. 2. 
*3- 
2 3- 
z^- 

Dec. 4. 


Metis. 

Mean Places of stars, 1849*0 

h m 8 o r /r 

22 36 14*60 I05 24 8*4 

22 36 18*72 105 27 57*4 

22 3 6 55 ,][ 5 i°5 35 28*3 

22 42 31*92 105 31 45*1 

22 46 37*91 106 37 20*0 

22 5 57*28 III 49 21*6 

57*03 20*5 


133 


Merid. Circle, 1 Obs. 

71 I 

7 , I 

77 2 

B.A.C. 7980 
B.A.C. 7751. Took this. 
Merid. Circle, 5 Obs. 


Mean Places of stars, 1850*0 


23 28 33*91 
23 33 26-35 


97 5 6 47'o 

97 18 32*3 


Weisse 592 
Weisse 693 



Greenwich M.T. 


K.A. 

N.P.D. 

No. of Wires. 


b 

rr 

L S 

h 

m s 

0 

/ 

// 


3 

*4 

19 

57*6 

22 

36 16*09 

108 

3 1 

24-2 

5 

3 

11 

50 23*4 


8 32*91 

III 

34 

29*3 

7 

4 


45 

32*0 


7 36*89 


38 

25 ' 1 

6 

5 


4 1 

8*3 


6 41-97 


4 2 

12*6 

2 

7 


3 1 

r 9 


4 54*C; 

ill 

49 

ic *9 

7 

11 

11 

11 

54*3 

22 

I 29*58 

1 12 

0 

33*8 

7 

H 

10 

57 

45*6 

21 

59 8*14 


6 

55*4 

7 

37 


43 

43*7 


56 59-02 


11 

16-0 

6 

38 


39 

12*9 


56 18*63 


12 

2 3*5 

7 

3 9 


34 38-i 


55 39*67 


13 

12*7 

7 

20 

10 

3° 

5 * 2 


55 2 *55 


13 

57*7- 

7 

1 

9 

4 1 

55*6 


50 7-09 

112 

7 

16*5 

7 

5 


2 5 

19*0 


49 13*96 

III 

59 

3*3 ' 

7 

8 


13 

10*9 


48 53*54 


50 

58*7 

7 

10 

9 

5 

14*7 


48 49*13 

III 

44 45 * 2 

7 

29 

7 

55 

47*3 ' 


54 4*88 

I IO 

*4 

52*6 

7 

3° 


5 2 

24*6 


54 38*11 

no 

8 4 &*i 

7 

2 


4 2 

7*2 

21 

56 26*53 

IO 9 

49 

50*2 

3 

J 3 

7 

7 

34*3 

22 

4 52*28 

108 

3 1 

27*4 

7 

2 3 

6 

38 

2*1 


J 4 4°*75 

107 

9 24*6 > 

7 

24 . 


35 

10*7 


J 5 45*44 

IO 7 

0 

40*1 

7 

4 

6 

7 

27*8 

22 

27 23-55 

105. 

28 

42*8 

5 


Very faint. Bisection not good. 

This observation cannot be depended on. Wires too strongly illu¬ 
minated. 

Horizontal wires not distinct. Transits well taken. 

Extremely faint. The transits were little better than guesses. 
Extremely faint. 

Extremely faint. 

Extremely faint. Little better than guesses. 

Faint, but well taken. 

Extremely faint. 

Very faint. 

Extremely faint. 

All these places are corrected for parallax. 
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